LIGHTING 

FIXTURES 


ptlWTW’U^ 


Your  Discount 

50%  and  50% 


Can  we  have  your  Sample 

Order? 


and  also  operates  under  an  agreement  witn  tne 
International  Brotherhood  of  Electrical  Workers, 
Local  No.  3,  New  York. 


MAR  -  6 1939 


>ene6 


An  ou+standing  series  of  a  simply  designed  yet  very  attractive  lighting  units.  Obtainable  in  an 
English  Bronze  or  the  Permanduro  Empire  White  and  Gold  with  glass  shades  in  Ivory  Glo.  This  line 
is  also  manufactured  and  finished  in  an  all  chrome  finish  with  irridescent  glass  shades  at  a  slightly 
higher  cost. 


No.  2681/12 

ONE  LIGHT  BRACKET 

Back:  SI//'.  Extends:  7" 

Wired:  Pin  Switch 
Price:  $4.00 

In  all  chrome  with  Irridescent  shades 
Our  No.  C68I/I2-I 

Price:  $4.60 


No.  2665/12 

SEVEN  LIGHT  DROP 

Spread:  20",  Length:  42" 

Wired:  Four  Way  Switch 
Price:  $18.00 

In  all  chrome  with  irridescent  shades 
Our  No.  C665/I2-I 

Price:  $22.00 


No.  6008 

TWO  LIGHT  CEILING 
Diameter:  9" 

Wired:  Keyless 
Price:  $4.00 

Glass  obtainable  in  Ivory  Glo 
or  Opal 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 


Finished  in  English  Bronze, 
Permanduro  Empire  White 
or  Gold,  with  Ivory  Glo 
shades  and  in  All  Chrome 
with  irridescent  shades. 


No.  2687/12 

FIVE  LIGHT  SEMI-CEILING 
Spread:  20",  Length:  18" 

Wired:  Keyless 
Price:  $13.00 

In  all  chrome  with  Irridescent  shades 
Our  No.  C687/I2-I 

Price:  $16.00 


No.  2681/12 
ONE  LIGHT  BRACKET 
Back:  5I/2",  Extends:  7" 
Wired:  Pin  Switch 
Price:  $4.00 

In  all  chrome  with  irrides¬ 
cent  shades 
Our  No.  C68I/I2-I 

Price:  $4.60 


No.  2685/12 
FIVE  LIGHT  DROP 
Spread:  20",  Length:  42" 

Wired:  Four  Way  Switch 
Price:  $14.00 

In  all  chrome  with  Irridescent  shades 
Our  No.  C685/I2-I 

Price:  $17.00 


EACH  UNIT  PACKED 
INDIVIDUALLY  WITH 
GLASS 
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Finished  in  English  Bronze, 
Permanduro  Empire  White 
and  Gold  with  Ivory  Glo 
shades,  and  in  All  Chrome 
with  irridescent  shades. 


No.  2683/12 
THREE  LIGHT  DROP 
Spread:  17",  Length:  42" 

Wired:  Keyless 
Price:  $10.80 

In  all  chrome  with  irridescent  shades 
Our  No.  C683/I2-I 

Price:  $12.00 

No.  2680/12 
ONE  LIGHT  LANTERN 
Spread:  8",  Length:  42" 
Wired:  Keyless 
Price:  $7.00 

No.  2674/12 
SIX  LIGHT  DROP 
Spread:  20",  Length:  42 
Wired:  Four  Way  Switch 
Price:  $16.60 

In  all  chrome  with  irridescent  shades 
Our  No.  0674/ 1 2-1 

Price:  $19.40 

No.  2684/12 
THREE  LIGHT  SEMI¬ 
CEILING 

Spread:  17'  ,  Length:  18 
Wired:  Keyless 
Price:  $10.40 

In  all  chrome  with  Irrides¬ 
cent  shades 
Our  No.  C684/12-I 

Price:  $11.60 


EACH  UNIT  PACKED 
INDIVIDUALLY  WITH 
GLASS 
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INTRODUCING  AN  ALL 
CHROME  FINISH  WITH 
IRRIDESCENT  SHADES 
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No.  444/10-1 

THREE  LIGHT  SEMI-CEILING 
Spread:  16",  Length:  18" 
Wired:  Keyless 
Price:  $13.20 


No.  44I/I0-I 
ONE  LIGHT  BRACKET 
Back:  3I/2"  x  6",  Extends:  7" 
Wired:  Pin  Switch 
Price:  $4.60 


No.  445/10-1 
FIVE  LIGHT  DROP 
Spread:  20",  Length:  42" 
Wired:  Four  Way  Switch 
Price:  $17.60 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 
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INTRODUCING  AN  ALL  CHROME  FINISH  WITH 
IRRIDESCENT  SHADES 


No.  447/10-1 

FIVE  LIGHT  SEMI-CtILING 
Spread:  20",  Length:  18" 
Wired:  Keyless 
Price:  $16.60 


^  No.  443/10-1 

4  THREE  LIGHT  DROP 

*  Spread:  16",  Length:  42" 

^  Wired:  Keyless 

■*  Price:  $13.60 
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No.  440/10-1 
ONE  LIGHT  LANTERN 
Spread:  8",  Length:  42" 
Wired:  Keyless 
Price:  $7.20 

NOTE:  This  item  in  Bronze 
and  Chrome  only. 


EACH  UNIT  PACKED 
INDIVIDUALLY  WITH 
GLASS 


Dk  ree  .^J^undmcl  (ddi^LtL4  Sc 
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Well  designed  lighting  units,  featuring  an  attractive  irridescent  shade  giving  ample  light  without  the 
glare  of  exposed  bulbs.  Smartly  designed  with  center  spindle  attractively  set  off  with  crystal  cut 
ball. 

Finished  in  Permanduro  Empire  White  and  Gold  or  Bronie  and  Chrome. 


No.  381/1  l-l 
ONE  LIGHT  BRACKET 
Back:  41/2".  Extends:  7" 
Wired:  Pin  Switch 
Price:  $4.20 


No.  385/M-l 
FIVE  LIGHT  DROP 
Spread:  20”,  Length:  42” 
Wired:  Four  Way  Switch 
Price:  $15.40 


No.  384/1  l-l 

THREE  LIGHT  SEMI-CEILING 
Spread:  16”,  Length:  18” 
Wired:  Keyl  ess 
Price:  $11.00 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 
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Finished  in  Permanduro  Empire  White  and  Gold  or  Bronze  and  Chrome 

With  Attractive  Irridescent  Shades 


II  V  s 

mm 
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No.  380/1  l-l 
ONE  LIGHT  LANTERN 
Spread:  8",  Length:  42" 
Wired:  Keyless 
Price:  $7.20 


No.  387/1  l-l 

FIVE  LIGHT  SEMI-CEILING 
Spread:  20",  Length:  18" 
Wired:  Keyless 
Price:  $14.60 


No.  383/1  l-l 
THREE  LIGHT  DROP 
Spread:  16",  Length:  42" 
Wired:  Keyless 
Price:  $  I  1 .40 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 


OL  One  Ok  ousand  ^ene6 


Finished  in  Permanduro  Empire  White  and  Gold  or  Bronze  and  Chrome 
Glass  shades  in  a  light  champagne  color 


No.  1001/3 

ONE  LIGHT  BRACKET 
Back:  5"x6";  Extends:  9" 
Wired:  Pin  Switch 
Price:  $4.20 


No.  1005/3 
FIVE  LIGHT  DROP 
Spread:  19",  Length:  42" 
Wired:  Four  Way  Switch 
Price:  $14.00 


No.  1004/3 

THREE  LIGHT  SEMI-CEILING 
Spread:  16",  Length:  15" 
Wired:  Keyless 
Price:  $10.40 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 


PAGE  10 


^Le  One  OkoviSand  Oe 


enes 


Finished  in  Permanduro  Empire  White  and  Gold  or  Bronze  and  Chrome 
Glass  shades  in  a  light  champagne  color 


No.  1000/3 

ONE  LIGHT  LANTERN 
Spread:  8",  Length:  42" 
Wired:  Keyless 
Price:  $7.00 


No.  1007/3 

FIVE  LIGHT  SEMI-CEILING 
Spread:  19",  Length:  17" 
Wired:  Keyl  ess 
Price:  $13.00 


No.  1003/3 
THREE  LIGHT  DROP 
Spread:  16",  Length:  42" 
Wired:  Keyless 
Price:  $10.80 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 


n  ~^en. 
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FEATURING  A  HIGHLY  DECORATIVE  CRYSTAL  COLUMN, 
AND  CHAMPAIGNE  COLOR  SHADES  WITH  CRYSTAL  EDGE. 


No.  2221 

ONE  LIGHT  BRACKET 

Back  41/2x41/2"  Extends  7" 

Price:  $4.00 

%  Finished  in 
BRONZE  &  CHROME 
EGGSHELL  &  GOLD 


No.  2225 

FIVE  LIGHT  DROP 

Spread  19"  Length  42 
Wired:  Three  Way  Switch 

Price:  $14,20 


No.  44 

ONE  LIGHT  CEILING 
Metal  Holder — 5"  Diameter 

Finished  in  Eggshell 
Glass — M"  Diameter 

Supplied  in  following  Finishes: 
Champaigne  with  Clear  Edge 
Amber  with  Clear  EJge 
Amber  Crackle 
Pink 
Blue 

Wired:  Keyless 
Price:  $2.80 


PACKED  INDIVIDUALLY  WITH  GLASS  SHADES 


^Le  ^ene6 


No.  2223 

THREE  LIGHT  DROP 

Spread  15"  Length  42" 

Wired:  Keyless 
Price:  $11.00 


#  Finished  in 


No.  2227 

FIVE  LIGHT  SEMI-CEILING 

Spread  19"  Length  17" 

Wired:  Keyless 
Price:  $13.20 


BRONZE  &  CHROME 
EGGSHELL  &  GOLD 


No.  2223 

THREE  LIGHT  SEMI-CEILING 

Spread  15"  Length  17" 

Wired:  Keyless 
Price:  $10.60 


PACKED  INDIVIDUALLY  WITH  GLASS  SHADES 


^^MlunclreJ  ^enes 


Well  designed  fitments  with  crystal  cut  spindle  and  clear  edge  champagne  glass  finished  in  an  at¬ 
tractive  Bronze  and  Chrome  or  Permanduro  Empire  White  and  Gold. 


No.  G45I/3-C 
ONE  LIGHT  BRACKET 
Back:  4I/2  ",  Extends:  7" 
Wired:  Pin  Switch 
Price:  $4.00 


No.  G455/3-C 
FIVE  LIGHT  DROP 
Spread:  19",  Length:  42" 
Wired:  Four  Way  Switch 
Price:  $14.00 


No.  G454/3-C 

THREE  LIGHT  SEMI-CEILING 
Spread:  16",  Length:  18" 
Wired:  Keyless 
Price:  $10.60 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 


I 
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Finished  in  Bronze  and  Chrome  or  Permanduro  Empire  White  and  Gold 

GLASS:  Champagne  and  Clear  Edge 


No.  G450/3-C 
ONE  UGHT  LANTERN 
Spread:  8",  Length:  42" 
Wired:  Keyless 
Price:  $7.00 


No.  G457/3-C 
FIVE  LIGHT  SEMI-CEILING 
Spread:  19",  Length:  18" 
Wired:  Keyless 
Price:  $13.20 


No.  G453/3-C 
THREE  LIGHT  DROP 
Spread:  16",  Length:  42' 
Wired:  Keyless 
Price:  $11.00 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 


Finished  in  Bronze  and  Chrome 
or  Permanduro  Empire  White 
and  Gold. 

Glass:  Large  Ivory  Glo  shade 


No.  112/10 

ONE  LIGHT  BRACKET 
Back:  4/2  "i  Extends:  7" 
Wired:  Pin  Switch 
Price:  $3.80 


No.  412/10 
THREE  LIGHT  SEMI- 
CEILING 


Spread:  16",  Length:  17" 
Wired:  Keyless 
Price:  $10.00 


No.  012/10 

ONE  LIGHT  LANTERN 
Spread:  8",  Length:  42" 
Wired:  Keyless 
Price:  $7.00 


No.  6512/10 
SEVEN  LIGHT  DROP 
Spread:  20",  Length:  42" 
Wired:  Four  Way  Switch 
Price:  $18.00 


EACH  UNIT  PACKED 
INDIVIDUALLY  WITH 
GLASS 


I 

I 

I 


Finished  in  Bronze  and  Chrome 
or  Permanduro  Empire  White 
and  Gold. 


Glass:  Large  Ivory  Slo  shade. 


No.  712/10 

FIVE  LIGHT  SEMI-CEILING 
Spread:  20",  Length:  17" 
Wired:  Keyless 
Price:  $12.80 


No.  312/10 
THREE  LIGHT  DROP 
Spread:  16”,  Length:  42" 
Wired:  Keyless 
Price:  $10.40 


No.  512/10 
FIVE  LIGHT  DROP 
Spread:  20",  Length:  42" 
Wired:  Four  Way  Switch 
Price:  $13.40 


EACH  UNIT  PACKED 
INDIVIDUALLY  WITH 
GLASS 
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VALUE  IN  INDIRECT  LIGHTING 

FINISHED  IN:  Bronze  and  Chrome,  Permanduro  Empire  White  and  Gold 

GLASS:  Ivory  Glo 


No.  I  1 18/2 

ONE  LIGHT  BRACKET 
Back:  4/2  Extends:  7" 

Wired:  Pin  Switch 
Price:  $3.60 


No.  II  15/2 

No.  1123/2  I 

FIVE  LIGHT  DROP 

THREE  LIGHT  SEMI-CEILING  \ 

Spread:  I8/2".  Length:  42" 

Spread:  15",  Length:  16"  1 

Wired:  Keyless 

Wired:  Keyless  ' 

Price:  $12.00 

Price:  $9.60  \ 

With  Four  Way  Switch 

* 

Price:  $13.00 

• 

EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS  * 

4 

4 
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GLASS:  Ivory  Glo 


No.  1100/2 

ONE  LIGHT  LANTERN 
Spread:  8",  Length:  42" 
Wired:  Keyless 
Price:  $7.00 


No.  I  125/2 

FIVE  LIGHT  SEMI-CEILING 
Spread:  l8/2  "t  Length:  17" 
Wired:  Keyless 
Price:  $  I  1 .60 


No.  I  I  13/2 
THREE  LIGHT  DROP 
Spread:  15",  Length:  42" 
Wired:  Keyless 
Price:  $10.00 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 


ened 


Carefully  constructed,  well 
designed  series  adhering  to 
the  modern  principles  of 

diffused  light. 

Finished  In:  Permanduro  Empire 
White  and  Gold  or  Bronze 
and  Chrome. 

Shad  es  in  a  Lustra 
Champagne  Color 

No.  1354 

THREE  LIGHT  SEMI-CEILING 
Spread:  16",  Length:  15" 

Wired:  Keyl  ess 
Price:  $10.40 

No.  1351 

ONE  LIGHT  BRACKET 
Back:  9"x4".  Extends:  8' 
Wired:  Pin  Switch 
Price:  $4.20 

No.  1355 

FIVE  LIGHT  DROP 
Spread:  19",  Length:  42" 

Wired:  Keyless 
Price:  $13.00 
With  Four  Way  Switch 
Price:  $14.00 

No.  1362 

TWO  LIGHT  SEMI¬ 
CEILING 

Spread:  15",  Length:  8" 
Wired:  Keyless 
Price:  $6.40 


PAGE 


EACH  UNIT  PACKED 
INDIVIDUALLY  WITH 
GLASS 
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Finished  in:  Permanduro  Empire 
White  and  Gold  or  Bronze 
and  Chrome. 

Shades  in  a  Lustra 
Champagne  Color 


No.  1363 

THREE  LIGHT  SEMI¬ 
CEILING 

Spread:  16",  Length:  8" 
Wired:  Keyless 
Price:  $8.00 


No.  1353 

THREE  LIGHT  DROP 
Spread:  16",  Length:  42" 
Wired:  Keyless 
Price:  $11.00 


No.  1350 

ONE  LIGHT  LANTERN 
Spread:  8",  Length:  42" 
Wired:  Keyless 
Price:  $8.00 


No.  1357 

FIVE  LIGHT  SEMI-CEILING 
Spread:  19",  Length:  15" 
Wired:  Keyless 
Price:  $12.40 


EACH  UNIT  PACKED 
INDIVIDUALLY  WITH 
GLASS 
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A  large  spread.  Attractive  indirect  lighting  unit  with  modern  design  casting  finished  in  a  Perman- 
duro  Empire  White  with  metal  parts  in  a  contrasting  Gold  or  Bronze  with  Pewter  Trim.  Glass  shades 
with  clear  edge  and  Light  Amber  finish,  giving  ample  illumination. 


No.  499 1 /3-D 
ONE  LIGHT  BRACKET 
Back:  M"x4’',  Extends:  7" 
Wired:  Pin  Switch 
Price:  $3.60 


No.  4995/3-D 
FIVE  LIGHT  DROP 
Spread:  19/2  Length;  42" 
Wired:  Four  Way  Switch 
Price:  $  I  1 .20 


No.  4994/3-D 

THREE  LIGHT  SEMI-CEILING 
Spread:  16",  Length:  14" 
Wired:  Keyl  ess 
Price:  $9.20 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 
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FINISHED  IN:  Permanduro  Empire  White  and  Gold  or  Bronze  with  Pewter  Trim 

GLASS:  Light  Amber  and  clear  edge  trim 


No.  957 
ONE  LIGHT 
Diameter:  5” 

Wired:  Keyless 
Price:  $2.32 

Glass  in  Crystal  or  Amber 


No.  4993/3-D 
THREE  LIGHT  DROP 
Spread:  16",  Length:  42" 
Wired:  Keyl  ess 
Price:  $9.40 


No.  4997/3-D 

FIVE  LIGHT  SEMI-CEILING 
Spread:  19/2".  Length:  15" 
Wired:  Keyl  ess 
Price:  $10.80 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 
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An  inexpensive  fype  of  lighting  unit  of  large  spread  and  depth  especially  recommended  in  the  Per- 
manduro  Empire  White  and  Gold  or  Permanduro  Ivory  and  Gold.  A  finish  which  will  not  tarnish 
nor  chip,  with  hand-decorated  lines  inserted  in  a  contrasting  color.  This  series  also  includes  "The 
Dinette",  very  practical  and  inexpensive.  This  series  can  also  be  obtained  in  additional  finishes  such 
as  Pewter  and  Gold,  Statuary  Bronze  and  Gold,  or  Antique  Bronze. 


No.  503 

THREE  LIGHT  CEILING 
Diameter:  12" 

Wired:  Keyless 
Price:  $2.28 
In  Antique  Bronze 
Price:  $2.60 


No.  48 

TWO  LIGHT  DROP 
Spread:  15",  Length:  42" 
Wired:  Keyless 
Price:  $9.00 


No.  505 

FIVE  LIGHT  CEILING 
Diameter:  14" 

Wired:  Keyless 
Price:  $4.48 
In  Antique  Bronze 
Price:  $4.88 


No.  502 

TWO  LIGHT  CEILING 
Diameter:  9",  Wired:  Keyless 
Price:  $1.88 

In  Antique  Bronze,  Price:  $2.16 


No.  401 

ONE  LIGHT  CEILING 
Diameter:  6",  Wired:  Keyless 
Price:  $1.12 

In  Antique  Bronze,  Price:  $1.44 
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Adopting 

An  Entire  New  Theory 
in 

Lighting  and  Glassware 

No.  5801/2 

(Not  Illustrated) 
SEMI-CEILING 
Wired:  Four  Lights 

Length  15"  Spread,  Glass  16" 

Price:  $14.80 


GLASSWARE 
The  Highest  Quality  Ferlux 
with  Coloring  in  Designed  Parts 


Finish: 

BRONZE 

or 

EGGSHELL 


No.  581 

ONE  LIGHT  BRACKET 

Adaptable  tor  60  Watt  Bulbs 
Back  6x8/2”  Extends  5" 

Wired:  Pin  Switch 
Price:  S4.80 


No.  580 

FOUR  LIGHT  DROP 

Adaptable  for  four  75  Watt  Bulbs 
Spread  16"  Length  42' 

Wired:  With  Switch 
Price:  $15.80 
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A  well  designed,  large  spread  series  of  shaded  light  fixtures — popularly  priced.  Finished  in  Bronze, 
Pewter  or  Permanduro  Empire  White.  Glass  shades  can  be  had  in  Fired  Amber  or  Crystal. 


No.  8159 

ONE  LIGHT  BRACKET 
Back:  9"  x  6",  Extends:  5*/2'' 
Wired:  Pin  Switch 
Price:  $3.40 


No.  8155 

FIVE  LIGHT  DROP 
Spread:  19",  Length:  42" 
Wired:  Keyless 
Price:  $10.60 

With  Four  Way  Switch 

Price:  $  I  1 .20 


No.  81  10 

TWO  LIGHT  CEILING 
Diameter:  91/2" 

Wired:  Keyl  ess 
Price:  $3.60 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 


Glass  shades  can  be  had  In  Fired  Amber  or  Crystal 


No.  8153 

THREE  LIGHT  DROP 
Spread:  15",  Length:  42" 
Wired:  Keyless 
Price:  $9.00 


No.  8154 

THREE  LIGHT  SEMI-CEILING 
Spread:  15",  Length:  14" 
Wired:  Keyless 
Price:  $8.80 


No.  8176 

ONE  LIGHT  LANTERN 
Spread:  M",  Length:  42" 
Wired:  Keyless 
Price:  $7.40 


No.  8157 

FIVE  LIGHT  SEMI-CEILING 
Spread:  19",  Length:  16" 
Wired:  Keyless 
Price:  $10.40 


EACH  UNIT  PACKED  INDIVIDUALLY  WITH  GLASS 
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A  large  spread,  inexpensive  type  lighting  unit,  finished  in  Antique  Gold  and  Ivory  Trim 


No.  3001 

ONE  LIGHT  BRACKET 
Back:  I  M/2"  x  5",  Extends:  4/2 
Wired:  Pin  Switch 
Price:  $2.00 


No.  6905 

FIVE  LIGHT  DROP 
Spread:  16",  Length:  42" 
Wired:  Four  Way  Switch 
Price:  $6.20 

No.  6906  (Not  Illustrated) 

FIVE  LIGHT  CANDLE 
Spread:  16",  Length:  42" 
Wired:  Four  Way  Switch 
Price:  $6.20 


No.  6904 

THREE  LIGHT  SEMI-CEILING 
Spread:  14",  Length:  12" 
Wired:  Keyless 
Price:  $4.20 


«  «  «i  «  <1 
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FINISHED  IN:  Antique  Gold  and  Ivory  Trim 
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No.  6903 

THREE  LIGHT  DROP 
Spread:  14",  Length:  42" 
Wired:  Keyless 
Price:  $4.60 

No.  6900 

ONE  LIGHT  LANTERN 
Spread:  8",  Length:  42" 
Wired:  Keyless 
Price:  $4.20 


No.  6907 

FIVE  LIGHT  SEMI-CEILING 
Spread:  16",  Length:  12" 
Wired:  Keyless 
Price:  $5.40 


No.  6902 

TWO  LIGHT  DROP 
Spread:  13",  Length:  42" 
Wired:  Keyless 
Price:  $4.20 

No.  7100 

ONE  LIGHT  CEILING 
Spread:  9" 

Wired:  Keyless 
Price:  $1.20 


enes 


REAL  VALUE  IN  PERIOD  STYLE  LIGHTING 


No.  5663 

THREE  LIGHT  DROP 
Spread:  16"  Length:  42" 
Wired:  Keyl  ess 
Price:  $11.00 


No.  5661 

ONE  LIGHT  BRACKET 
Back:  5"  x  13"  Extends:  7" 
Wired:  Pin  Switch 

Price:  $4.80 

No.  5662  (Not  Illustrated) 

TWO  LIGHT  BRACKET 
Price:  $6.00 


Finished  in: 

PEWTER 

BRONZE 


THREE  LIGHT  CEILING 
Diameter:  13"  Wired:  Keyl  ess 
Price:  $2.40 

NOTE:  This  item  very  attractive  in 
Antique  Permanduro  Ivory. 


FIVE  LIGHT  DROP 
Spread:  21"  Length:  42" 

Wired:  Keyless  Price:  $I5.4C 


enes 


Finished  in: 

PEWTER 

BRONZE 


No.  5615 

FIVE  LIGHT  DROP 
Spread:  19"  Length:  42" 

Wired:  Keyless 
Price:  $7.40 


No.  5625  (Not  Illustrated) 

FIVE  LIGHT  CANDLE 
Price:  $7.40 


No.  5648 


ONE  LIGHT  BRACKET 
Back:  5"  x  13"  Extends:  5" 
Wired:  P  in  Switch 
Price:  $3.60 


No.  5649  (Not  Illustrated) 

TWO  LIGHT  BRACKET 
Price:  $4.20 
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No.  5635 

FIVE  LIGHT  SEMI-CEILING 
Spread:  19"  Length:  15" 

Wired:  Keyless 
Price:  $7.00 


No.  4702 

TWO  LIGHT  CEILING 
Oval:  13"  X  7" 

Wired:  Keyless 
Price:  $2.00 

NOTE:  This  item  very  attractive  in 
Antique  Permanduro  Ivory. 


No.  4706 

ONE  LIGHT  CEILING 
Diameter:  7" 
Wired:  Keyless 
Price:  $1.28 


NOTE:  This  item  very  attractive  in 
Antique  Permanduro  Ivory. 
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An  inexpensive  assortment  of  lighting  units  finished  in  a  wide  variety  such  as: 
Bronze,  Pewter,  Permanduro  Empire  White  with  Gold  Trim 


No.  97011/2 

ONE  LIGHT  BRACKET 
Back:  4/9"  x  I  3" 

Wired:  Pin  Switch  and  Outlet 

Price:  $2.60 


No.  9700 

ONE  LIGHT  CEILING 
Diameter:  7  " 

Wired:  Keyless 
Price:  $1.40 


No.  9773 

THREE  LIGHT  CEILING 
Diameter:  12" 

Wired:  Keyless 
Price:  $2.60 


No.  9701 

ONE  LIGHT  BRACKET 
Back:  41/9"  X  13" 

Wired:  Pin  S  witch 

Price:  $2.00 


No.  9735 

FIVE  LIGHT  CEILING 
Diameter:  14" 

Wired:  Kevless 
Price:  $4.80 


No.  9732 

TWO  LIGHT  CEILING 
Diameter:  Oval,  I2"x7" 
Wired:  Keyl  ess 
Price:  $2.00 


Finished  In; 


ene6 


No.  9705  FIVE  LIGHT  DROP 

Spread:  I7I/2"  Length:  42" 

Wired:  Keyless 
Price:  $6.00 

No.  9706  (Not  Illustrated) 

FIVE  LIGHT  CANDLE 
Price:  $6.00 


No.  9708 

TWO  LIGHT  DROP 
Spread:  13"  Length:  42" 
Wired:  Keyless 
Price:  $4.20 


No.  9709  (Not  Illustrated) 

TWO  LIGHT  SEMI-CEILING 
Price:  $3.80 
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No.  9707 

FIVE  LIGHT  SEMI-CEILING 
Spread:  I7IA"  Length:  15" 

Wired:  Keyless 
Price:  $5.60 


No.  9703 

THREE  LIGHT  DROP 
Spread:  14"  Length:  42" 
Wired:  Keyless 
Price:  $4.60 


No.  9733  (Not  Illustrated) 
THREE  LIGHT  SEMI-CEILING 
Price:  $4.20 


Featured  with  a  wide  selection  of  finishes  such  as:  Bronze,  Pewter,  Gold,  Permanduro  Empire  White 
and  Permanduro  Ivory.  All  brackets  wired  with  pin  switch  and  packed  individually  in  cartons. 


No.  9701 

No.  511 

No.  97011/2 

Price:  $2.00 

Price:  $2.00 

Price:  $2.60 

No.  4748 

No.  47481/2 

No.  9702 

Price:  $1.70 

Price:  $2.30 

Price:  $2.40 

No.  7811 

Price:  $1.50 

f  f  f  f  f  f  f  f  t  f  f  f  f  f  f  f  f  f  f  f  f  f  f  f  f  f  f  f  f 


Finished  as  follows:  Brackets  in  Bronze,  Pewter,  Gold,  Permanduro  Empire  White  or  Permanduro  Ivory 
Ceiling  units  In  Permanduro  Empire  White  or  Permanduro  Ivory.  This  finish  Is  recommended  on  one 
light,  two  light  ceiling  units,  as  they  will  absolutely  not  chip  or  tarnish. 

Lanterns  in  Bronze  or  Pewter  with  glass  In  amber  crackle  or  crystal  crackle. 


rffrf 


No.  5701 
Price:  $1.54 

No.  57011/2 
Price:  $2.14 

No.  I  I 

4"  X  1" 

Wired:  Keyless 
Price:  $4.20 

No.  33 

1"  X  10” 

Wired:  Keyless 
Price:  $4.20 


CI30 

THREE  LIGHT  CEILING 
Diameter:  12” 

Wired:  Keyl  ess 
Price:  $2.00 

Cl  20 

TWO  LIGHT  CEILING 
Oval:  12”  X  7” 

Wired:  Keyless 
Price:  $1.16 


No.  325 

31/4"  CAST  HOLDER 

Bare 

Diameter:  5/2  " 

Finish:  Black  or  Verdi  Green 
Price:  $.64 

No.  5044 

ONE  LIGHT  CEILING 

Bare 

Adaptable  for  pull  chain 

Price:  $.64 
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